Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 


Message Text 


UNCLASSIFIED 

PAGE 01 STATE 229759 

47 

ORIGIN COME-OO 

INFO OCT-01 ARA-10 ISO-OO EB-06 RSC-01 /018R 
66651 

DRAFTED BY: COM/BILL CORFITZEN 
APPROVED BY: EB/OCA/REP:JBRABENS 
DEPD : OED : J AMILLER 

039856 

P 181833Z OCT 74 

FM SECSTATE WASHDC 

TO AMEMBASSY BUENOS AIRES PRIORITY 

UNCLAS STATE 229759 
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TAGS: BTRA.AR 

SUBJECT: FOREIGN BUYER PROGRAM: HYDRAULICS AND PNEUMATIC SHOW/ 
POWER TRANSMISSION DESIGN SHOW 

REF: BUENOS AIRES T-7601 

1. SUBSTANCE OF REFTEL PASSED TO MRS JOHNSON, FLUID POWER SOCIETY 
(FPS), MILWAUKEE, TEL: (414) 272-4788WHO SENT LITERATURE DIRECTLY 
TO EMBASSY AS REQUESTED. 

2. THE SUBJECT SHOW WILL BE HELD IN THE PHILADELPHIA CIVIC 
CENTER FROM NOVEMBER 12 THRU 14. ACCORDING TO FPS THIS SHOW 
WILL BE THE 30TH ANNUAL CONFERENCE AND THE SECOND ANNUAL SHOW. 
APPROXIMATELY 7000 VISITORS AND 250 EXHIBITORS ARE EXPECTED (SAME 
AS LAST YEAR). FPS URGES VENEZUELAN VISITORS TO RESERVE HOTEL 
ACCOMMODATIONS AT SHETON HOTEL, 925 JOHN F KENNEDY BLVD., 
PHILADELPHIA, TEL: (215) 568-8300 ASAP. IF ACCOMMODATIONS 

ARE DIFFICULT TO OBTAIN MS ANNA GOLDSMITH AT THE PHILADELPHIA 
CONVENTION AND TOURIST BUREAU, TEL: (215) 864-1985 WILL BE 
PLEASED TO ASSIST. 

3. ALTHOUGH SPECIAL RESOURCES HAVE NOT BEEN ALLOCATED, THE SHOW'S 
SPONSORS DO EXPECT AND ENCOURAGE THE PARTICIPATION OF FOREIGN 
VISITORS. KISSINGER 
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